MicroStaM ™ 

LED Replacement 

For AAA & AA 

MiniMags 



Focuses!!! 



Tiny!-Fits in a Shirt Po 


Magtileft flashlig 




Superior Performance! 

* 

Outstanding Value! 





Pure White Light 

Nearly Indestructible 

100,000 hr. Rated Life 

Over 6 hours on 2 AAA 
Batteries! 

20 Lumen Light Output 

Fits 2 Cell AAA & AA 
MiniMag® Flashlights 

Kit Contains Reflec- 
tors for BOTH AA & 
AAA MiniMag Flash- 
lights 

One Year Warranty 
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Fax: 303-942-3584 Email: info@TerraLUXCorp.com 
© 2003, 2004, 2005 TerraLUX Incorporated 

I TerraLUX is not affiliated with Mag Instrument. Inc. which owns the Maghle® and Mini 
Magltte® trademarks and the trademark shape, style and overall appearance of the Mini 
Maglite® flashlight. Mag Instrument's trademarks are here used only to identify the flashlight 
with which TerraLUX intends its upgrade to work The TerraLUX Light Engine is not made 
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